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QPP Concurrence In ADR Contract Requests {U) 

(U) As part of Agency management of ADP under the 

D/ODP has approved the following FY-77 and FY-78 contract 
actions ; 



DDO/ISS $G27K 
ODP/Applications 87 8 K 
OCR Applications Services 6 OK 


Federal Information Processing Standards {PIPS ) (u) 

(U) Responses were sent to the National Bureau of Standards 
on three proposed FIPS Standards and Guidelines. The comments 
provided were a result of coordination with other Agency 
Offices and OOP components. 

Support to office of Personnel (U) 

(U) CAPER ~ A project to record and control the applicant 
case processing activities of OP. OP has requested that the 
scop© of the study be expanded from the applicant processing 
system to include full pre-EOD case processing. Completion 
of the feas^^ity study has been scheduled for the end of 
October. UHHHflH 

Support to office of Training (u) 

(SJ) PREVMAIN - A system for preventive maintenance for OTR. 
The basic system, implemented using CPCAM and RAMIS software 
on the VM Interactive System, will be provided to OTR by 
1 October to support preventive maintenance of equipment. 

The following will not be provided by that date: a) microfiche 
output for the Inventory Report, and b) printing device for 
producing hard copy reports. Neither of these items^are 
critical because the basic system is sufficient HHHHto 
begin capturing data. Hard copy reports will be at 

Headquarters and _mailedMHHM A demonstration of the basic 
system wasgiven^^H|H^^^^i^»eptember to Chief , Logistics 
Branch, HIKri ^ 

CAMS (U) 


(U) Support for CAMS data base in the GC-93 Computer Center 
during last weekend’s scheduled power outage was well planned 
and executed. (See last week’s report.) Some trouble with 
I/O errors did show up Saturday and resulted in a loss of 
approximately 1 hour of system availability . The OC-47 
system was back on the air 12 hours ahead of schedule; no 
significant hardware prob^smshave been encountered as a 
result of the down time. |£m| 
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Scheduled Power Outage Went Well (U) 

(U) The scheduled power outage which affected the Special 
Center went smoothly.* All computer systems were powered off 
at 2200 hours on 9 September and restored at 2130 hours on 
10 September. The only problem experienced was with one- 
quartor megabyte of IBM core memory on the IBM 360/65 CAMS 
computer. That core would not power up until a^IBf^ustomar 
engineer discovered a tripped circuit breaker. 

G INTRODUCTION loved to Backup Computer (U) 

{U) GIMPRODUCTION has been on the backup CPU, an IBM 
370/160 computer, because of instability of the IBM 360/195. 
There was sever© degradation of terminal response on the 
backup machine, engineer ing Division, ODP, has been examin- 
ing the problem and has discovered some possible causes of 
the response problem. Corrective action has been taken and 
GXHS users should have experienced a noticey^^^^mirovement 
in response as of 0800 hours 14 September. 

Training (U) 

(U) A three da y course , F-DP Orientation, was completed 
by 21 students. MKttH 


Distribution: 

Orl*.f + 2 - adse 

1 - ea Div/Staff/ODP 

1 - ODP Registry 

2 - O/D/ODP 
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